USDA 



Urited States Department of Agricuttnire ^howxb 

Animal and Plani Haalfti Irspaclipn Sarvwa iegi5H365-7fli63 Inspjd 

Inspection Report 


Gregg Woody 
Karen Woody 
P O Bostee; 

Muterry Grove, IL 622^ 


Tyae- ROUTINE INSPECTION 
Dale- J(jri-1i0-2OifS 


Cuslomer ID' 6406 
Ceftrficale- 3^C'C213 
She- 001 

MRENi GREGG WCODV 


2.126 (a) (2) 

ACCESS AND INSPECTION OF RECOnCS AND PROPERTY; SUE MISSION OF ITINERARIES. 

There was r*o curnenl inrvendory list of regulated animals available at lf»e facility during the time of Dne inspeclion 

A compiGla updatGd Inventory Is ilmportant for proper managGmsnt and traceaCillitY of Ibe regulated animals. 

The licensee must be able to prbvkJe an updated invenlery al all regulated animals during the time of Ihe insper^tion. 
To l?5 oorreofed by; The licensee wrote up an inventory by the end el the linspeolion, 


3.125 

FACILITIES. GENERAL 

There is approximately am 8- 1 2 inch long x 1 x 1 ir»ch square melal pipe Ibat is sticking out inlo the endosuf e at 
approximalely 4.5-51eel oti the grgurKl. This pipe did support a wooden surface used by Ihe big cals to rest on 
howaver. the boards have bsori removed bul the melal framing Is still In place. Because Dhe pipe end protrudes ilnlo 
the enclosure up lo 8-1 2 inches and is no^l covered with the boards, it is possiWe the iligers could jump up or starnJ up 
and injure Ibemselves. There are 2 adult ligers in this enclosure 

In 2 enclosures (Taliger amj tiger, ilion) there is a door that can be used to isdale Ibe animals on one side or ihe other 
of Ihe primary erKicsure. in bolh enclosure the weoden dcore are 'freely moving' and nol secured open or closad. 

Protruding objecls inside enclosures can cause injuries to the regulated animals. Tbe un-secured doors 
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oouW irapcatch the animals in the doorway and cause po&sibie injury, especially in tfie enclosure with £ animals, 
The Ulcenseo must repair or remove me protruding cbject. and secure me doors either open or Closed. 

To current by: The licersEo removed Hie sectkHi dl pipe snd secured Ihe doors beFars the linspedors leh the Facility. 
Inspection and exit interview conducted wilFr licenses 
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